AMENDMENT NO. 1 JULY 2017 
TO 
IS 9808 : 1981 SPECIFICATION FOR 
FISH PROTEIN CONCENTRATE 


[Page 6, clause 4.2(d)] — Substitute the following for the existing: 
‘d) Minimum net quantity and gross quantity,’ 
[Page 6, clause 4.2(f)] — Substitute the following for the existing: 
“f) Any other marking required under the Legal Metrology (Packaged 


Commodities) Rules, 2011, and the Food Safety and Standards 
(Packaging and Labelling) Regulation, 2011.’ 
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